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UNCLASSIFIED 

PAGE 01 STATE 210909 

53 

ORIGIN COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018R 

DRAFTED BY COMM/BIC/OED/SIPS/FECROSLEY/DJH 
APPROVED BY EB/OCA/CM/JJREILLY 
COMM/BIC/OED/SIPS/SSLEON 
COMM/BIC/OED/OBOD/RECOHEN 
STATE/ARA/NC/TSONANDRES (INFO) 

ARA/ECP/DLACEY (INFO) 

118218 

P 251429Z AUG 76 

FM SECSTATE WASHDC 

TO AMEMBASSY CARACAS PRIORITY 

UNCLAS STATE 210909 

E.O. 11652: NA 

TAGS: BEXP, VE 

SUBJECT: PRODUCT OPPORTUNITY - 800 KV TRANSMISSION LINE 

REF.: CARACAS 9856 

1 . STRATEGIC INDUSTRIAL PRODUCT SALES GROUP (SIPS/USDOC) 
DISSEMINATED EARLY WARNING REFTEL WITH DISTRIBUTION WHICH 
SHOULD RESULT IN NUMEROUS CONTACTS WITH MR. IPPOLITO OF 
SEITER C.A. 

2. A MAJOR U.S. TOWER AND CABLE MANUFACTURER, KAISER 
ALUMINUM. SEEKS TO AVOID SEITER C.A. DUE TO PREVIOUS 
COMMITMENTS IN VENEZUELA. FIRM NEEDS ADDITIONAL DATA WITH 
RESPECT TO CABLE- ANCHORED OR GUYED TOWER AND PER REFTEL 
ITEM 6 HAS NOT CONTACTED EDELCA. 

3. SIPS REQUESTS POST LEARN IDENTITY OF ENGINEERING CON- 
SULTANT TO EDELCA OR OTHERWISE SOMEONE IN EDELCA THAT 
MAY BE CONTACTED BY KAISER ALUMINUM TO LEARN WHAT SPECIFI- 
CATIONS ARE BEING DEVELOPED FOR GUYED TOWERS. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE210909 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIC/OED/SIPS/FECROSLEY/DJH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760324-0841 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760820/aaaaarcr.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 CARACAS 9856 
Review Action: RELEASED, APPROVED 
Review Authority: cahillha 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 APR 2004 by ReddocGW>; APPROVED <28 JAN 2005 by cahillha> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PRODUCT OPPORTUNITY - 800 KV TRANSMISSION LINE 
TAGS: BEXP, VE 
To: CARACAS 
Type: TE 
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